1982 ANNUAL EDITORIAL INDEX 


Articles which appeared in THE GLASs INDUSTRY from January through December 


This listing will prove helpful to readers desiring to check back through a year’s issues 
to locate certain articles which appeared in the magazine during 1981. 

The classifications indicate the major interest of each article. 

The articles are listed by their titles followed by month of issue and page number. 
This listing includes only feature articles. 

Departmental material which appears regularly is not a part of this compilation. 


Title Issue Page Title 


ANNEALING AND MELTING 

STRENGTHENING 

Keeping Up With Developments 
in Glass Strengthening 


PPG Develops High-Strength A Method For Improving Regenerative 
Aircraft Windshield Furnace Efficiency 


Issue Page 





Nuclear Waste Glass Melter Design 


Combustion Systems For Gas-Fired 
Container Forehearths 


Coatings For Glass Containers Air Management For Regenerative 


Glass Furnaces 
DECORATING An Electric Melter For Clear 
Developments in Glass Decorating 


Borosilicate Glass 
Society of Glass Decorators Electric Conditioning of Glass 
Annual Meeting Preview 


Hot Repair of Glass Furnaces 
ECONOMICS Automatic Control of Glass Melters 


Glass Container Industry Overview Graphite Electrodes For Glass Melting 
The Flat Glass Outlook 

PACKAGING/SHIPPING 
How The Glass Industry Fared in 1981 — GING 


Part I Flat Glass Exports Via Seabee Barges 
How The Glass Industry Fared in 1981 — Flat Glass Packaging 


se PLANT FEATURES 
ENERGY/JENVIRONMENTAL Computer-Controlled Glass Container Plant 
CONTROL Fine Glassware From Wheaton 
Portable Power to Keep Production Going PROCESS CONTROL 


Continuous Monitoring of NOx Emissions More Efficient Fan Control ; 27 
Energy-Saving Waste Heat Recovery Automatic Control of Glass Melters ” 14 
The Cost of Pollution Control Digital Control in The Glass Industry 2 24 


Fluid Bed Heat Recovery System 
PRODUCTION APPLICATION 
FORMING Laser Inspection of Float Glass : 23 


Optical Fiber Fabrication — Part I Energy-Saving Waste Heat Recovery 
Optical Fiber Fabrication — Part II ’ System : 26 


Sol-Gel Glass Technology Update Faster Furnace Teardown , 31 
Custom-Made Technical Glassware New High-Temperature Material 
For Hot Glass-Handling Mechanisms 22 

GENERAL FEATURES Fluid Bed Heat Recovery System 27 
A Glass-Plastic Lens for ic Us 
The 1982 Phoenix seit aig - ; RAW MATERIALS 

O-I Gears Up Its Recycling Efforts 30 
INSPECTION Determining Refractory Contaminants 


AND QUALITY CONTROL in Container Glass Raw Materials ‘ 25 
Laser Inspection of Float Glass . Raw Materials For The Glass Industry Dec. 16 


Defects in Glass REFRACTORIES 
MEETING REPORTS Hot Repair of Glass Furnaces Aug. 16 


Sir Alastair Pilki Recei 
a. RESEARCHINEW PROCESSES 


Glass Problems Conference Report : Sol-Gel Glass Research Report Sept. 31 
IEEE/IAS Meeting Report SECONDARY OPERATIONS (FABRICATING) 


American Ceramic Society Meeting Preview Insulated “Buggies” Improve Giass- 
American Ceramic Sociciy Meeting Review June Bending Productivity July 27 
ACS Northern Ohio Section Symposium Flat Glass Profiling 

Report Sept. Drilling Holes in Glass 
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